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VIOLATION OF F RAL REGULATIONS 



CASE NUMBER: 
IA150008 


VIOLATOR: 

John Eric Danker 
License# 42-A-1462 
Customer# 5407 


ADDRESS (Street, City, State, ZIP Code): 

1297 150 th St. 

Wayland, I A 52654 


The U.S. Department of Agriculture has evidence that on or about November 19, 2014, you or your organization 

committed violations of the following sections of the Code of Federal Regulations, Title 9: 

3.4(b)(4) Outdoor Housing Facilities. Outdoor facilities for dogs must contain clean, dry bedding 
material if the ambient temperature is below 50°F (10°C). Additional clean dry bedding is required 
when the temperature is 35°F (1.7°C) or lower. (DIRECT) 

None of the enclosures within the outdoor housing facility contained bedding. The temperature 
during inspection was 29.6 °F. 

3.4(b) Outdoor Housing Facilities. Outdoor facilities for dogs must include one or more structures for 
dogs that are large enough to allow each animal in the shelter structured to sit, stand and lie in a normal 
manner, and to turn about freely. (DIRECT) 

There were five enclosures with a total of 14 dogs that did not have access to a shelter. 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and help 
prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and costly impacts that 
are detrimental to the public interest, APHIS is providing you with an Official Warning for the violation(s) described above. Any 
further violation of these federal regulations may result in the assessment of a civil penalty, criminal prosecution, or other sanctions. 

If you have any questions concerning this Official Warning or violation(s), please contact the APHIS official listed in this notice. 
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